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OFFICE:OF SECURITY. WEEKLY BULLETIN - 


6 JUNE 1979 


1. Reassignments 


25X1A [iS fom Chief, Technical Security Division 
to Chief of Operations/PSI, effective July 1979. (U) 


25X1A aaa from Deputy Chief, Security 
upport Division to Chief, Technical Security Division, 


effective July 1979. (U) 


25X1A from Clearance Division/Liaison Branch 
to the Security Duty Office, effective 2 July 1979. (U) 
25X1A from Safety Branch is being reassigned to 
NPIC, effective 9 July 1979. (U) 
25X1A 


Office to 
Headquarters Security Branch, effective 2 July 1979. (C) 


25X1A 
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3. Reimbursement Rate Retraction 


4. Retirements 


25X1A Re «Special Security Center, will 
retire effective 15 July 1979. (U) 


25X1A Office, 
will retire effective uly ; 
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